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Message Text 


LIMITED OFFICIAL USE 

PAGE 01 STATE 027125 
ORIGIN COME-OO 

INFO OCT-01 CIAE-00 DODE-OO EB-08 NSAE-00 USIA-06 
TRSE-00 EUR- 1 2 DOE-11 ISO-OO SOE-02 /040 R 

DRAFTED BY COM/OEA/CD: RJMCGEEHAN/HB 
APPROVED BY EB/ITP/EWT: BRFURNESS 
COMMERCE/OEA - CB CLEMENTS 

125192 021001Z/23 

R 012215Z PEB 78 
FM SECSTATE WASHDC 
TO AMCONSUL MILAN 
INFO AMEMBASSY ROME 


LIMITED OFFICIAL USE STATE 027125 

EXCON 

E.O. 11652: N/A 
TAGS: ESTC, IT 

SUBJECT: PRE-LICENSE CHECK: ELECTRONSYSTEM S.P.A., VIA 
CESARE BATTISTI, 134, GAZZANIGA (BERGAMO) ITALY 

REF: OEA/CD SURVEY CASE 3-198 

1 . ELECTRO SCIENTIFIC IND. INC., PORTLAND, OREGON, 

APPLIED FOR EXPORT LICENSE (BTR NO. A280786) TO SHIP ONE 
ESI MODEL 44 LASER TRIMMING SYSTEM, TOTAL VALUE: 131,282 
DOLLARS, TO SUBJECT FIRM. 

2. STATED END-USE: TO BE USED IN THEIR FACTORY IN BERGAMO. 
NOT TO BE SOLD OUTSIDE ITALY. 

3. APPLICATION SUPPORTED BY ITALIAN IMPORT CERTIFICATE 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 027125 

NO. USA 16541 (C.I. 1/736733/1611). DATED 9/19/77. 

4. WTDR REFERENCES CONSULTED; NO CURRENT REPORT ON FILE. 

5. THE PROFILE OF CONDITIONS THAT ORDINARILY ATTEND TRANS- 
ACTION FOR SUCH EQUIPMENT: A) ULTIMATE END-USER WOULD BE 
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ESTABLISHED FIRM EMPLOYING HIGHLY SKILLED TECHNICIANS, 

B ) NUMBER OF EMPLOYEES IN RANGE 50 TO 100, C) ROOMS WHERE 

EQUIPMENT TO BE INSTALLED WOULD MEET LABORATORY STANDARDS, 
E.G., CONTROLLED TEMPERATURE, DUST/DIRT FREE, D) OVERALL 
MANUFACTURING FACILITY WOULD CONSIST OF SEGREGATED OPERA- 
TIONS, I.E., SERIES OF ROOMS FOR VARIOUS PRODUCTION 
STAGES SUCH AS SLICING, POLISHING, CHEMICAL PHASE, PHOTO 
AREA ETC. 

6. SUCH A FACILITY WOULD ALSO NEED 10,000 SQUARE FEET OR 
MORE OF FLOOR SPACE, GENEROUS WATER SUPPLY, ELECTRIC 
POWER INPUT OF 1,000 AMPS 1 10V/100KW-WITH CABLE FROM 
STREET TO FACTORY VISIBLE. IF CABLE BURIED, THEN BIG 
SERVICE BOX WOULD INDICATE PRESENCE/LOCATION. 

7. LEITMOTIF RECENT INVESTIGATIONS REVEAL ATTEMPTS TO 
SIMULATE AB O VEMENTIONED PRE-INSTALLATION CONDITIONS, I.E., 

EDO USUALLY TOLD ABOUT OR TAKEN TO BUILDING SITE WHERE 
EQUIPMENT TO BE INSTALLED WHEN CONSTRUCTION COMPLETED OR 
BUILDING SPACE RENOVATED. EDO CAN GUARD AGAINST SUCH RUSE 
BY BEARING IN MIND THAT IT IS NOT FINANCIALLY FEASIBLE 

TO PURCHASE SUCH EXPENSIVE EQUIPMENT UNLESS IT IS 
INSTALLED AND IN USE BY COMPETENT PERSONNEL WITHIN 
RELATIVELY SHORT PERIOD OF FEW WEEKS 

ACTION REQUESTED: 

LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 03 STATE 027125 


8. CONTACT ULTIMATE CONSIGNEE TO DETERMINE BONA FIDES OF 
TRANSACTION. IF SUBJECT FIRM HAS NOT ALREADY SUPPLIED 
WTDR INFORMATION, REQUEST THEY DO SO. 

9. PLEASE CABLE RESULTS PRE-LICENSE CHECK SOONEST. VANCE 


LIMITED OFFICIAL USE 


NNN 


*** Current Handling Restrictions *** n/a 

*** Current Classification *** LIMITED OFFICIAL USE 

@ @ @OAS YS @ @ @<CONCATENATED> 
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Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, EXPORT LICENSES, LASERS, STRATEGIC TRADE CONTROLS 

Control Number: n/a 
Copy: <CONCATENATED> 

Draft Date: 01 feb 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE027125 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RJMCGEEHAN/HB 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Expiration: 

Film Number: D780049-1062 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 978/newtext/tl 978021 10/aaaafofv. tel 

Line Count: 21 1 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Message ID: 968e08ce-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN COME 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 4 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 05 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3452679 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 970826 

Subject: PRE-LICENSE CHECK: ELECTRONSYSTEM S.P.A., VIA CESARE BATTISTI, 134, GAZZANIGA (BERGAMO) ITALY 
TAGS: ESTC, IT, US, ELECTRO SCIENTIFIC IND INC, ESTC 
To: MILAN 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/968e08ce-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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